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thfodqr D STERLING AND ASSOCIATES LTD 


ELIA M. STERLING 

President, Theodor D.. Sterling and, Associates' Limited. 


EDUCATION 

B. Arch. (Professional), School of Architecture at the University of 
British Columbia, Vancouver.,. B.C., 197'9- 

BA. (Architecture) School, of Architecture at Washington University,. St. 
Louis., Missouri,. I97'4i. 


EXPERIENCE _ ; 

President of Theodor D.. Sterling and Associates Ltd., 1989'to present. 
Director of Building Research, Theodor D'. Sterling Ltd., Vancouver, 

B.C. ,. 1981-1989'. 

Architectural Design and Research Associate, The Huibert Group BC 
Limited, 1988 to present. 

Architectural Programmer/Planner, Energy Conservation and Indoor 
Environment Specialist, Cornerstone Planning Group' Limited, Vancouver, 
B.C. ,.1979-1981. 

Staff Scientist (Architect) Lawrence Berkeley Laboratory, Energy and 
Environment Division,. University of California at- Berkeley (Consultant 
to: U.s. Department of Energy and Environmental! • Protection Agency) . 


TECHNICAL. AREAS 


Building- Science and Technology. 
Energy Conservation and Management. 
Human Factors Engineering!. 

Indoor Air Quality. 


PROFESSIONAL AFFILIATIONS: 



250-1122 MAINLAND STREET, VANCOUVER, BRITISH COUUMBIA; CANADA V6B5L1 (604) 6B1-2701I FAX (604!) 681-2702' 
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PROEESSIONAL ASSOCIATIONS AND MEMBERSHIPS 



PUBLICATIONS AND PRESENTATIONS 

Author and co-author of boohs, publications and presentations on: 
architecture, building science and technology-, energy conservation and 
management, environmental and' occupational health, and indoor air 
quality. _ 
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